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SUBJECT: EDA ADVISORY - IN VITRO DIAGNOSTIC REAGENT 

REE: STATE 042181 

1. EMBASSY HAS ASCERTAINED THAT THE GERMAN CONSIGNEES 
OF THE PRODUCT "GLUSALASE' LIQUID ENZYME PREPARATION 
MANUFACTURED BY ENDO LABORATORIES, INC., NEW YORK, HAVE 
RECEIVED LETTERS REGARDING THIS PRODUCT. 

2. BERLINER HANDELSKONTOR HAS CONFIRMED THAT IT RECEI- 
VED LETTERS OF DECEMBER 30, 1974 AND JANUARY 6, 1975, 

AND STATED THAT IT NOTIFIED ITS CUSTOMERS ACCORDINGLY. 

3. INSTITUT FUER BIOPHYSIK, STRAHLENZENTRUM, GIESSEN, 
STATED BY PHONE THAT IT RECEIVED WRITTEN INFORMATION 
BY U.S. LABORATORY EARLY THIS YEAR OF CONTENTS AS INDI- 
CATED IN REETEL AND WILL RETURN GLUSALASE STOCK TO 
SUPPLIER ENDO LABORATORIES. 
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